Special Service Area #19 - Howard Street 



HOWARD STREET 


Location: 


The Factory Theater, 1623 W. Floward Street, Chicago, li 60626 


Date: 


Wednesday, November 14, 2018 


Time: 


8:30am 


Agenda Detaiis: 

I. Community and Pubiic Input 

II . Approvai of October 17, 2018 Meeting Minutes 

III. Budget Modification - Security Cameras 

IV. Hoiiday Lights Contract 

V. Snow Removai Contract 

VI. Business Improvement Applications 

a. Lost Eras 

VIL Chalk Festival Proposals - Event Committee Mtg 

VIII. New Business 

a. New Motions from Commissioners 

b. Announcements 

c. RPBA Updates 

IX. Adjournment 

a. Motion from Commission 

X. Next Meeting - Thursday, December 13, 2018 SSA Annual Meeting, Location TBD 






